THE  LITTLE  THEATRE  GROUP 

of 

* 

Emerson  College,  Evening  Division 

presents 

a  laboratory  production  of 

THE  DAY'S  MISCHIEF 
A  Play  by  Lesley  Stone 

Directed  by  Janes  Holaes 


Emerson 


College  Little  Theatre 


Boston 


May  24  and  25,  1954 


THE  CAST 

(in  order  of  appearance) 


Stephen  Barlow 

PHILIP  CUSACK 
DONALD  JACKSON 

Laura  Vining 
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NATALIE  MURRAY 
AGNES  SEARLS 

Grace  Barloitf 

MARILYN  BRADLEY 
MIRIAM  MERCHANT 

Mrs*  Usher 

'  '  *  JOAN  BORDERS 

Henry  Vining 

HENRY  DEWING 

Evelyn  Vining 

ROSEMARY  TWOMEX 
BARBARA  CUNNINGHAM 

Vi  Vining 

DEANA  FINKLF, STEIN 
.....  RUTH  SMITH 

Sally 

AGNES  SEARLS 
DEANA  FINKLESTEIN 

Phoebe 

NATALIE  MURRAY 

Miss  Faber 

LIBRA  DAVIS 

An  Officer 

ANGELO  SCAPICCHIO 

SYNOPSIS  OF  SCENES 


ACT  I  :  • 

Scene  1:  The  sitting-room  of  the  Barlows*  house, 
in  RudforcL  a  provincial  English  town. 
An  evening  in  Spring . 

Scene  2i  The  same*  Two  hours  later* 


:  .  '  ACT  II 

The  living-room  of  the  Vinings*  house*  Three  days 
later. 


ACT  III  v  ' 

Scene  It  The  Barlows1*  Ten  minutes  later. 
Scene  2:  The  Vinings1*  Three  hours  later. 


r  ;  '  '  _  •  .  t  —  *  *  -  ’ 

There,  mil  be '  ten-minute'  intermissions 
following  Acts  I  and  II. 
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Ushers 

Marilyn  Bradley 

- 

Miriam  Merchant 

THE ‘LITTLE  THEATRE  GROUP 

is  a  class  of 

the  "Evening  and  Extension  Division  of 

Emerson  College,  meeting 

tv;o  hours  per 

v/ook.  The  production  of  THE  DAI*S  MIS¬ 
CHIEF  i?as  its  project  for  the  current 


senes tor 


